the aggressor would be fired, even if its the first offense,
and the punishment for fighting is dismissal rather than a
warning or a suspension (Tr. 120).

Mr. Polce stated that Mr. Paugh was a good worker "when
he didn't want to drag his feet for certain reasons or take
his time when it wasn't needed to be taken."  He denied that
Mr. Paugh had ever made complaints to him, or that he dis-
cussed the matter of lack of air over his bolter numerous
times.  On one occasion when he was underground and found
that the bolter was shutdown, he asked Mr. Paugh about it,
and Mr. Paugh informed him that the fan was down. When
Mr. Polce proceeded to test the air with his anemometer,
Mr. Paugh remarked "What are you getting all huffy about."
However, the fan came on again, and that ended the matter
(Tr. 121-122).

Mr. Polce confirmed that Mr. Paugh has been transferred
from and back to Mr. Johnson's section, and that it is a
normal practice to reassign bolters to other crews.  Mr. Polce
denied that he ever transferred Mr. Paugh because he could not
get along with Mr. Johnson (Tr. 123, 125). ..

Mr. Polce stated that he has worked with Mr. Johnson for
8 years, visits his section every day if possible, and he
considers him to be one of his best foreman in terms of
safety, production, and cleanup of his section (Tr. 126).
Mr. Polce has no knowledge of Mr. Johnson ever harassing
Mr. Paugh, and confirmed that Mr. Paugh never discussed
Mr. Johnson with him (Tr. 127)^                                                ,
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On cross-examination, Mr.! Polce confirmed that he was
aware of Mr. Johnson's prior suspension, had no knowledge
that he ever scooped under unsupported roof, and notwithstand-
ing his prior suspension for a safety infraction, he still
considers Mr. Johnson "one of my best foremen all around for
his performance of what he does" (Tr, 128).

Mr. Polce confirmed that he was aware of the two prior
incidents concerning Mr. Johnson and Mr. Paugh with regard to
the bolter which needed repairs and Mr. Paugh's reported
threat to hit Mr. Johnson. Mr. Polce also confirmed that he
was aware of the prior discussions between Mr, Paugh and
Mr. Johnson concerning Mr. Paugh's insistence for air over
his bolter, and while he could not state whether they had
more than one discussion, Mr. Polce stated "I remember the
talk that there was a problem there" (Tr. 129). Mr. Polce

855hat he received a telephone call at
